% 


Time and material required for following work: 


Moving and setting up lockers, making and setting in place 
tables, sink frame, rails and shelving: 


To move and set up lockers § 14.50 
Serving table. 3'-0" X 10'-0O" X 3'-O" high 13.50 
84-f% run of lunch table 1'-6" X 2'-6" high 96.00 
Rails 10.00 
Sink woodwork 200 
Shelving, 150 ft. L500 


as per carpenter's estimate of Sept.23/15 


Time and material required for following work: 


Staining, shellacing and varnishing lunch 

tables, serving table, sink frame, shelves, 

and rails: B70 

as per painter's estimate of Sept.23/15 #187.70 


Time and material required for following work: 


Tnstalling one earthenware sink with all 


necessary drainage, vent, water-pipes and 


taps (hot and cold) 48.50 

Draining refrigerator Teo 

Fitting in gas main and vent pipes and 

eutting through walls Le. 30 

as per plumber's estimate of Sept.27/15 j & 68.30 


Time and material required for following work: 


To make a set of kitchen eupboards, as per 
sketch, of pine, size - width 8'-0O" and 
height 7'-6" 59.00 


Time and material required for following work: 


To stain, shellac, varnish, glaze one 


kitchen cupboard 18.00 
as ver painter's estimate of Oct.2/15 & 77.00 


Total --- $333.00 


REPLY TO BE ADDRESSED TO UNIVERSITY OF TORONTO: ca 


SUPERINTENDENT 
SUPERINTENDENT’S OFFICE. 


TORONTO, CANADA October 26, 1916. 


The President, 


University of Toronto, 


Dear Sir:- 

In reference to the use of the extra reading room in the 
Library by the University Press, for a storage room, I have received 
a letter from Mr. Langton, as Secretary of the Library Committee, 
asking that "the door shall always be kept locked, except when paper 
is actually being transferred from the lower reading room into the Press, 
and that the Manager of the Press should keep the key of the door in 
his own personal possession." 

I have taken this matter up with Mr. Hamilton and he points 
out that if the daily supply of paper is taken out in the morning, it 
means double handling; while if the door is allowed to remain open 
and the Press man can go in and bring out 100 sheets at a time, it 
would simplify his labour difficulties. To prevent any trouble 
arising over the door being open, practically during the working hours, 
he suggests wiring in that portion of the room in which the paper is 
stored. 

I should be glad if you would bring this matter up before 
the Library Committee at its next meeting and see if Mr. Hamilton's 
view would be acceptable. 


Yours faithfully, 


ec/H. Superintendent. 


Sa at Me UNIVERSITY OF TORONTO. 


SUPER@NTENDENT 
, SUPERINTENDENT'S OFFICE. 


tf TORONTO, CANADA November 16, 1916. 


The President, 


University of Toronto, 


Dear Sir:- 

The enclosed account for cards for the 
allotment of rooms for students in the RB sidences 
has been charged against the Registrar, but in a 
note from the Bursar's Office, I am informed that 
the Registrar claims that it belongs to me. Lt 
is not a very large amount to question but these 
cards are not for my purposes and I do not see why 


4 


uld charge them against the Repairs & Renewals 


tH 
a 
Sh 
oO 


of the Residence Buildings, unless a sufficient 

amount for such printing is provided in the estimates. 
My Repairs & Renewals Account is all too small to 
cover the necessary work in the buildings and under 
the circumstances, I do not like taking on any 


further responsibilities. 


Yours faithfully, 


anf ra 
GC/H. “Superintendent, 


